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Lesson Topic 5-1-2

10.  Given a list of secondary test points, list the location
reference designator and nomenclature of the voltage/
waveform for each test point.

11.  Given a list of minor test points and a MIM for the radar
trainer, list the location reference designator and nomen-
clature of each minor test point.

12.  Given a list of signal nomenclatures, list the required
signal characteristic as specified in the Performance
Tests and Alignment procedures in the MIM.

13.  Given the Unit Troubleshooting Tables in the MIM and a
specific trouble, list the Probable cause and Corrective
Action as specified in the MIM.

14.  Given the Functional Block Diagram in the MIM for the
radar trainer, complete a statement that describes the
signal/voltage for each specified test point.

15.  Given the Power Distribution Diagram in the MIM for the
radar trainer, and a specific voltage to or from a spe-
cific major unit, select the applicable cable reference
designator.

16.  Select from a list, the part number and description of
specified components as they are listed in the Group
Assembly Parts List Section of the IPB for the radar
trainer.

17.  Given a part number, select from a list the component des-
cription and location using the IPB for the radar trainer.

18.  Given a reference designator and the IPB for the radar
trainer, select from a list the correct part number and
component description.

NOTE:  All objectives in this lesson topic must be accomplished
with 100 percent accuracy, unless otherwise stated.

Prior to beginning this lesson topic, carefully review the "List
of Study Resources".  Keep in mind that your learning supervisor
can be your most valuable learning resource.  Always feel free
to consult with him if you have problems or questions.replace-
